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18, U.S.O. Baoa. 793 and 794. the transmlaelon út reralatlon of whlch In any manner to an unauthorleed perion la prohiblted by law. 
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1 

RD 


SOURCE EVALUATIONS ARE DEFINITIVE. APPRAiSAI 0= CONTENT IS TENTATIVE. 


25X1 


25X1 


report concerning the Transzformátor 
~Tn“e“^eport gives a list of products of the 


es VlllamoskesztueKgyar, moapesx 

enterprise, a list of the materials vhich were in short supply and therefore 
were the cause óf poor quality of the products, and It States that craftsmen were ^ 
scarce and the workers were generally dissatisfied wlth the Communist Party and 
the Thft renort alsó Includes a list of Inrporta nt personnel at 


enterprise^ 

includes the following sketches, with explanatory legends: 


The report alsó 


'25X1 


a. Layout of the enterpiise, showing the location of the various depa^ttments. 

b. Layout of the Management Buildings block, showing the location óf 
offlces and sections. 

c. Layout of the Main Factory Buildings, showing the location of the variogs 
offices and sections. 
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SECRE'í 


lilcQncaaic/Scientifio 


BU}jAI>BSTr 


1. Attached as iippendix I is a plán of the atove factory. 

Appendix II is the detail of the . auagement Slook shcr/m in . ppendix I, 
Appendix III is the detail of the : ain l-aotory Builcling shovvn in , ppenclix 
éJt Appendix IV is a list of faotory personnel 

foUov/ing is a list of produots : - 
1« Instrument il*ansformers 
1 ICV rangé 

fype ah out /|.00 pei* nonth, 

10 iCV rangé 

■fype ^^ADP” looped v/ire type, porcelain insulated 

ah out 200 per Lionth 

Type ’’AtíP** bar t^^e, ahout 100 per .;iorth 
iype *Vip” procelain insulated 
Type "AL 10 o” poroelein insulated 
^rototype fór oross-hole type, 

2é Voltage transformers. 

1 KV rangé 

Dry T:/pe, air insulated. 

10 - 20 ICV rangé 

Bry type, procelain insulated 

3* r:!mall oil circuit-hrealcers. 

6 KV, 600 ihip, 

1aJ Type ”VI:G*' ussian model fór coal mines, 
bJ Type 

c) Typt ”3^^CIISE'tIiiIíIC'' liand and spring operát ed, 

20 - 30 LT 

iland operai ed only, 

Large oil circuit-hreaker, 

10, 20, 30 ICV 

Both iudoor and outdoor types, 

3t Sectionalizers (sic) 

1, 10, 20, 30, ICV - 200,400,600,1000, 1300 , 2000 , 3000 Ijuj, 

10 ICV - 4000 .oi?), 

6, iiigh Toltage IHxses, 

3, o, 10, 20, 30 KV - 2,4,6,10,15,25,40,60,100 /jirps. 

?♦ Pedál resistance fór seiiving maohines, 15000 per month 
6, ire wound potentiometers tFSIBI 

\:t 400, 900 iLiBBpt 

El D0E3ÍI 4 #, wrpfirfiiíi — — 


Sanitized Copy Approved fór Release 2010/04/02 : CIA-RDP80T00246A036900200001-0 





. I 

Sanitized Copy Approved fór Release 2010/04/02 : CIA-RDP80T00246A036900200001-0 



9 o Direot current deli.y raad rel 3 % FIH 3* 

10 . Push bút bons. 

11. ilot loxsíps 

12 . .nxiliary switclies 

13 . lixcitei^'s. 

ÍZ}.. J.utomatic control panel s fór shrups 


srnRFí 


15 . ;.ifts. 

16, Controls fór mines, steel ylants eto. 

17 , small power traiisforúiers lOOOto 5000 Vi. tjpes. 

18. Iletal-olad Circuit 'bi''ealcer3 in 10 rCV rangé. 


•The quality of the products v.aa verj' poor^for the following 

a) shortage of sv^ply of oopper, good c-.i.u..lity steel and 
enamelled 'VTires. 

b) lack of craftsmen 

o) generál dissatisfaction among the v/orkers v»ith the 
Goffi...unist party and the Govemmenb. 

About 10 /j of the factory's produotion '.vént fcr export. 


25X1 
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JEÍIE# .1*8^ 
1 1 ir .4LS BHlt 
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SECBtT 


gwaonnel oonnooted with ; - 


BtaflapésT . 


.■Dlreqtor - Sndre TCc Jt, 


Ohlef tíngineer - Albert H0L2II/;.USEK. 


Seoretary of the CoBopunist Part*^'' 

t 



lii tne Pactory - George KISS, [ 

Peraonnel i:anager - Béla paiSíE. 



Head of Ilrawing Office - Géza HfiZDEGGT 1 

■ 1 

1 

1 


i.ead of Engineering Departiaent 

L 

- Aleaaader PAP, H 

Faotory llanager - Kalnan DQPJLA 

r iiief Inspector - Stephan ai.X0S: 


L 

Head Gzshier - Pereno VEG">>SulOTi0r. 

Chief of Plaiining Departaent •• ' 


jteplian AlBISTT. 




25X1 

25X1 


25X1 


:25X1 


25X1 


Stefin 

25X1 


9 . 
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APPENDIX I 


RÓBERT kÁroUY kŐruT 



TPAMaZFORMATOR £5 VTUUAMESKEiSZULEKöYAR. 


““ * 2 *, fii i. IFí[í« 

3^ Building MLtarial uid oaret&lcer 
k* Steel outi ing wcs^ahcp, with store at baok 
5# Pereonoel Depertnent ("Pekctc*), 

6« Név Vuildix^ under CGnstmotion, purpose nőt knomu 
7* Time study office. 

8« Caahier and pay offioe. 

Sheet aetal voxicahop. 

10. Store far flniahed producta. 

11. Flrstaid post. 

12* Galvanialng vorkshop 1é. Paiat ehc^. 

13. Testing rooBU 17^ Laboratory, Kxperimental 

14. Testiig rooii^ Department. Thia baa 

15. Oil Circuit ^ uadarground seotiocu 
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16. Paint shc^. 

17» Laboratory, Szperinental 
Department. Thla baa 
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APPETNDlX II 




QHCAJU^ FLOOR 


25X1 



IV FLCOR 



rtooR 



3^ FLOCR 


UCPO): 



1# Malii stairoasa 

2* Main drlTe through fór oars 

3. Main hall. 

Caretaker 

5# Pactory polioe 

6. Autoaatio control oahinet assenbly. 

7* Cantean, kitchan and aarr i ce. 

8. Cantaen. 

9 . Library 

10. Toung Work ara ooanittae (D,I, SZ). 

11 • Workara* oonsnittea. 

1 2. Drawing Office, 

13# Dlpaorkor'a rooa. 

14., Diractor'a and Chiaf Siiginear'a aeoratariea. 

13* . Chiaf Xagineer'a room. 

16. 8«or*tapy of the Conunist party far the factory, 

0pnw 
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ITOTO 



1. Autonatio Controls 

2, OTSna fór Tamishing 
3* Tool rooBU 

if, Small oil voloM Circuit brcakcrs. 6-55 Klf# 

5* Testing rooB fór 4^ above, 

6« Planning (Dr« Alberti). 

7« Fsotory üsnageinent (DCGKA) 

8* Print rooB« 

9« Methods and technioal developia^t (PAP and SIRATÓ) 

10. Sales (LAICBIMO) 

11 • Contraetors, push buttons, pilot laiqpa, reaistanees^ 
12« Sectionalisers (cutdoor d indoor) high voltage fuses^ 
13* Motor and drires fór ciarouit breakers* 

14« Plastios labcoratory* 

15# Store, 

16. Test rooB fcr instrupsent transfomez^. 

17« Yoltage transfonMrs, 

18» C ux re n t transfonsers* 

19 * Soall posrer tranafomérs ( up to 1000 T«) 

20« Tool and Jig desigiu 
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